attempted to carry two tubes.  Indeed it may reasonably be
inferred from Harvey's testimony that the real reason for
their work refusal was their feeling that Davidson was being
unfair in not allowing them to use the scoop to carry the
tubes and that Davidson was somehow taking-it-out on them for
having had a bad night.

i

Under all the circumstances it is clear to me that
Harvey did not at the time of his work refusal entertain a
good faith, reasonable belief that performance of the
assigned task would have been hazardous within the meaning of
the Act.  Accordingly, the complaint herei^ must be denied
and this case dismissed.
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